Active bipolar 
three channel mixer for 
audio signals and 
control voltages 

„0" -position = 
no output signal present 

"+10" position = 
output signal equals input 
signal (unity gain) 

"-10" Position = 
output signal equals 
input signal (unity gain), 
but inverted 



3 input jacks 



Output inverted 




Status LED 



„ on/off" switches to 
mute/deactivate 
selected input channels 



Master level control 



Output non-inverted 
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Power supply input — 
for synthesizers.com 
cable adapter 

Power supply input — 
for COTK cable adapter 

Operating voltage 
-Voltage = -15 volts 
+Voltage = +15 volts 
They can be adapted to 
Moog standard (- 6/+1 2 Volts) 
or to -12/+12Volts 
as custom order - please ask us. 
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